AMENDMENT NO. 3 JUNE 2020 


TO 


IS 1709 : 1984 SPECIFICATION FOR CAPACITORS 
FOR ELECTRIC FAN MOTORS 


( First Revision ) 


(Page 10, clause 7.3.2) — Delete. 


(ETD 29) 


Publication Unit, BIS, New Delhi, India 


